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Message Text 

UNCLASSIFIED 

PAGE 01 TOKYO 14503 200823Z 
ACTION OES-07 

INFO OCT-01 EA-12 ISO-00 (ISO)W 

036847 200958Z/20 

R 200752Z SEP 77 
FM AMEMBASSY TOKYO 
TO ERDA GERMANTOWN 
ERDA WASHDC 
INFO SECSTATE WASHDC 1273 

UNCLAS TOKYO 14503 

ERDA FOR MORABITO, HUNTER, WILLIT 

E.O. 11652: N/A 
TAGS: TECH, JA 

SUBJECT: PLBR STEAM CONDITIONS 

REE: LMEBR W.G. MEETING ON PLANT COMPONENTS 

1. AT FINAL SESSION SUBJECT MEETING PNC RECALLS OEF-THE- 
RECORD MENTION THAT PLBR STEAM CONDITIONS UNDER REVIEW FOR 
POSSIBLE CHANGE. PNC'S 1000 MWE UNIT DESIGN IN EARLY 
CONCEPTUAL STAGE BUT STEAM CONDITIONS CURRENTLY PLANNED TO 
BE SAME AS MONJU, NAMELY 483DEC C; 127 KGS PER SQ CM (900 DEG F; 

1780 PSI). 

2. EMBASSY REQUESTS RDD CURRENT THINKING ON PLBR STEAM 
CONDITIONS TO PROVIDE TO PNC. THANKS. 

SHERMAN 


UNCLASSIFIED 
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